Curvilinear Perspective Templates 1 


These templates are free to use and share. Enjoy! 

Share your work with us 

https://twitter.com/realgoodliars 

https://www.instagram.com/realgoodliars 

https://www.facebook.com/realgoodliars 

Created with Curvilinear Perspective Grid Generator vO.l.O-alpha 

https://github.com/StudioRGL/Processing CurvilinearGridGenerator 

This work is licensed under the Creative Commons Attribution 4.0 
International License. To view a copy of this license, visit 

http://creativecommons.Org/licenses/by/4.0/ 
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Projection: Cylindrical 
Rotation: None 
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Projection: Cylindrical 
Rotation: X Axis 
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Projection: Cylindrical 
Rotation: Y Axis 
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Projection: Cylindrical 
Rotation: 2 Axis 
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